C&t&logue 


OF 

(pnductor  and 

E&\?e  Trough 

* 


FOR  SALE  BY 

DICKERSON,  VAN  DUSEN  & CO., 

Nos.  £»  and  31  Cliff  Street, 


NEW  YORK. 


Copper,  Tin,  Galvanized  Iron 


Corrugated  Conductors, 
Eave  Trough  and  Box  Gutters, 


Elbows,  Etc. 


0UR  CORRUGATED  CONDUCTOR  is  made 
with  a lock-seam  from  one  piece  of  metal 
96  inches  long.  The  Galvanized  is  made  from 
galvanized  sheets  securing  a perfect  inside  coat- 
ing and  is  heavier  and  more  durable  than  any 
at  present  in  the  market. 

Being  put  up  in  eight-foot  lengths  it  is  con- 
venient and  easily  handled. 


PLECKER’S 

GALVANIZED  EAVE  TROUGH. 

IN  EIGHT-FOOT  LENGTHS. 

l H l Sizes  are  taken  inside  of  Bead. 


The  Galvanized  Iron  will  last  ten  times  as  long  as  Tin,  can 
be  put  up  easier  and  quicker  and  costs  but  little  more. 


LIST: 

Size.  Per  Foot. 

3^4  inch $ .13 

4 *•  14 

5 “ 16 

6 “ 18 

7 “ 20 

8 “ 22 


Discount per  cent. 

We  will  quote  prices  of  Old  Style  Terneand  Copper  Eave 
Trough  on  application. 

Our  eave  troughs  are  deeper  than  those  of  any  other  maker. 


ANGLES  OR  MITRES  FOR  EAVE 
TROUGH  CORNERS. 


These  angles  are  made  complete,  ready  for  use,  for  both  in- 
side and  outside  bead. 


Size. 

3 V*  inch 

4 “ 

5 “ 

6 “ 


Net  Per  Doz. 

$2.40 

2.40 

3. 


Above  Prices  are  NET. 


GALVANIZED  IRON  RIDGE  ROLL. 


Size  of  Roil. 

Width  Of  Apron. 

Girt. 

List  per  Foot 

1%.  inch 

XV*  “ 

2 “ 

8 “ .... 

14  “ 

U “ 

.2»4  “ 

10  “ .... 

16  “ 

2 ys  “ 

..2V4  “ 

12  “ .... 

18  “ 

5 » 

3 Vi  “ 

15  “ .... 

20  “ 

Discount per  cent. 

Ridge  Roll  all  in  eight  foot  lengths. 
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ANGLE  RIDGE  CAP. 

Made  in  eight  foot  lengths  of  Galvanizad  Iron* 


Size  of  Apron. 

Girt. 

List  Per  foot* 

3 inch 

3 ft  

...7  “ .. 

13  “ 

4 “ 

...8  “ .. 

14  “ 

Discount... 

-per  cent. 

ROOF  GUTTERS* 

Made  in  eight-foot  lengths  of  Galvanized  Iron. 


STYLE  B 

Cnt  from  15  inch  Sheet 

“ 18  “ 

“ 20  “ 


List  Per  Foot, 


22  cents 
80  “ 

32  “ 


Discount  — 

Hangers  for  above  Trough 


per  cent. 

Net  each,  3 cents 


QUARTER  CIRCLE,  O.  G.  AND 
BOX  GUTTERS. 

Made  in  eight-foot  lengths,  of  Galvanized  Iron.  Backs  of 
Troughs  same  height  as  Bead  End, 

For  high  backs  add  one  cent  per  foot  to  Last  Prices  for  each 
additional  inch  added  to  back 


Size. 

5 inches 

6 44 

7 “ 


STYLE  C 


Depth. 


,3 Vi  inches... 
“ .... 
.4*6  .... 


Girth. 

12  inches 
14  “ 

16  44 


List  Per  Foot • 
— 22  cents 
....24  “ 

....26  44 


STYLE  D 

Size.  Depth.  Girth.  List  Per  Foot. 

6 inches 4 inches 15  inches 25  cents 

7 44  5 “ 18  “ 30  “ 

8 44  5 \ 44  20  44  32  44 


Size. 

6 inches 

7 44 

8 44 


STYLE  E 


Depth. 


,4Vi  inches 
5 Vi  “ 

7 


Girth. 

15  inches 
18  44 
22  44 


List  Per  Foot. 
...  25  cents 
....30  “ 

....34  44 


Discount. 


.per  cent 


STYLE  F 


Size.  Depth.  Girth.  List  Per  Foot. 

6 inches 5 Vi  inches 18  inches 30  cents 

7 “ 6 “ 20  44  32  “ 

8 “ 6 “ 22  “ 34  “ 


STYLE  G 


Size.  Depth.  Girth.  List  Per  Foot. 

6 inches 5 Vi  inches 18  inches 30  cents 

7 “•  6 Vi  “ 20  44  32  “ 

8 “ 7 “ 22  “ 34  “ 


STYLE  H 


Size. 

Depth. 

Girth. 

List  Per  Foot. 

6 inches . . . . 

14  inches.. . 

24  cents 

7 “ 

4M  “ 

16  44  ... 

20  44 

8 14  

5 Vi  “ 

. ...  18  44  ... 

30  44 

Discount 


per  cent. 


Size. 

6 inches 

7 “ 

9 “ 


STYLE  J 

Depth.  Girth.  List  Per  Foot. 

5 \ inches 18  inches 30  cents 

6l/i  “ 20  “ 32  “ 

8 “ 24  “ 36  “ 

Discount per  cent. 


PLECKER’S 

WIRE  EAVE  TROUGH  HANGER. 


Discount. 


per  cent 
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PLECKER’S 

CORRUGATED  EXPANDING 
CONDUCTOR. 

Made  of  Galvanized  Iron.  Will  not  burst  when  full  of  ice. 
Made  in  eight  feet  lengths  without  a cross  seam. 


2 inch 


3 

4 

5 

6 


ROUND. 

List  Per  Foot. 

$ .12 

15 

20 

25 

30 


2 inch 

3 “ 

4 “ 

5 “ 

6 “ 


SQUARE. 


List  Per  Foot. 

$ .12 

15 

20 

25 

30 


Discount per  cent. 

Prices  on  OLD  STYLE  TERXE  and  COPPER  Con- 
ductor quoted  on  application. 
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GALVANIZED 

CORRUGATED  ELBOWS. 


ROUND  AND  SQUARE 

USE  SAME  LIST 


Size  No  1.  No.  2.  No.  3. 

2 inch List  perdoz.  $2.50  $3.00  $3.50 

3 “ “ “ 2.75  3.25  3.75 

4 “ “ “ 3.50  4.00  4.50 

5 “ “ “ 4.25  4.75  5.25 

6 “ “ “ 4.75  5.25  5.75 


Discount .per  cent. 

Shoes  same  list  as  No.  3. 
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GALVANIZED 

WIRE  CONDUCTOR  STRAINERS. 


CONDUCTOR  HOOKS. 

TINNED. 


LIST  PER  DOZ. 

For  Brick.  For  Wood. 

2 inch 

3 “ 

4 “ 


5 

6 


. ' ' ' ' ■ 


y ; 


